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UNCLAS WELLINGTON 2658 

E.O. 11652: N/A 
TAGS: ETRD, NZ 

SUBJ: NEW ZEALAND EXPORTS TO U.S. IN JUNE 1975 YEAR DROPPED 
38.5 PER CENT 

REE: WELLINGTON'S 2450 

1. THE UNPUBLISHED PROVISIONAL EXPORT FIGURES JUST 
COMPILED BY THE NZ STATISTICS DEPARTMENT FOR THE YEAR ENDING 
JUNE, 1975 REVEAL THAT JAPAN HAS SURPASSED THE U.S. AS A 

NZ EXPORT MARKET. THE VALUE OE NZ’S EXPORTS TO THE US 
DROPPED 38.5 PER 

CENT FROM JULY 1974 TO JUNE 1975. DURING 

THE PERIOD EXPORTS TO THE U.S. WERE 1 1.59 PER CENT OF TOTAL 
EXPORTS. JAPAN DROPPED OVER 25 PER CENT DURING THE SAME 
PERIOD, TAKING 12.01 PER CENT OF NZ'S TOTAL EXPORTS DURING 
THE YEAR ENDING JUNE 1975. 

2. THE VALUE OF NZ'S TOTAL EXPORTS AND EXPORTS TO ITS 

4 LEADING CUSTOMERS FOR THE YEARS ENDING JUNE 1974 AND 1975 
WERE AS EOLLOWS: 
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NZ$ NZ$ 

TOTAL 1,745,881,571 1,548,715,033 

UNITED KINGDOM 364,218,198 341,006,985 

JAPAN 248,294,037 185,943,630 

UNITED STATES 291,670,650 179,485,791 

AUSTRALIA 159,286,816 166,843,451 

3. THE PRINCIPAL NZ EXPORT CATEGORIES TO THE US SHOWING 
DECREASES ARE; MEAT, DOWN OVER $NZ55.59 MILLION TO 
$NZI 13,634,864 FOR THE JUNE 1975 YEAR; CHEESE, DOWN NEARLY 
SNZ29.29 MILLION TO $NZ3,491,094; AGB$-6-759QR0@V7O;<?<'<$IBB;Y70/C@; 
).5QP!_@@-@7W.(0J4S#H7!38_GJ1-2NWWFU!EFQF#C7"EUH7DW; 
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